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AISER KISSTIE SINGH RESEARCH TEST PACTLITY 
Buildings 7525 and 2872 
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Whst is the mission of WECO with regard to SANTEG or more specifi- 
cally SAFSI? 


If WNIVAC docsn't move, what is the impact? It must be something — 


stronger than nr : ———— schedule. 


Justify the total lab ec for WECO and why ip — oeat ions? 
leuatiis THO orchrane X TCOST uteRkKtend 


What is the finctional interrelationship of the three individual lab 


_rooms (ABS) on the first floor of Bldg 7525? Then what is the inter- 


relationship of the lsh in Bide 187). with lah(s) in Ridg 75257 


What specifically is the source of the requirement for a sccurity 
interface? 


What. is WECO foing to do in the remaining High Bay area, other than 
that portion involved in Phase 27 


What is the significance of the Phase I required date of 1 Nov Te? 
if not met, what is the mission impact? 


How many contrector personnel will occupy each area (offices and 


labs)? Will Air Force personnel also be housed in these modified — 


buildings? What are the a aaa areas in SF for these | 
personnel? 


What is the — of the Phase II — date of 1 May 72? 
If not met, what is the mission impact? 


With regard to the admin and engineering office areas, what are the 


eontents of — AFCMD letters which evidently contain the detail 


requirements 
What is the Justi fication for the Kachine Shop? 


What is the justification for the two LOOH motor—generating sets? 
Is there one (HG set) on hand for installation in Bldg 1871? 


Where is the guidance component overhaul (which was formerly pro- 


Mided at the North Carolina plant) conducted today? Why can't it 
“continue there? | = 


Provide more dotail on the UNIVAC — 


Has the opportunity for housing of contractors in permanent facili~ 





_ ties beén xade pussible by a “domino effect created by use of the | 


MOL complex? — 


Sree Paar 


* 1. western Electric Compo: -:'s (WECO) mission is to maint‘- and opcrale the 
ground guidance stations in support of 22 oh6 programs. They | 
are under contract to SAFSP to perform this effort. No.direct relationship 


to SAMTEC. | 


2. UMSIVAC's mission is to maintain and operate the computers for the ground > 
guidance stations in support of roe SF. 646 programs and to provide 
computer software for various other activities. Their activity is one that 

must “dovetail” with that of WECO. Locating UNIVAC away from WECO, by 
allowing them to remain in their present location, could impact one or more 
of the programs they support. | 
3. WECO bas 3 Jabs on VAFB at thé present time. 

a. “Test Pac" where spare components are cycled and tested. 

>. “Research and Development’ vbere changes are developed, tested and 
implemented . | 

7 c. “Airborne Guidance Components" where airborne components are checked 

‘prior to installation in the booster. | 
Each of these tes been in — since the inception of the spade programs 
at VAFB. Until such time as the guidance requirements change, the labs are 
required. The contractor suggested thet by placing the Airborne Component 
Checkout Lab to Bldg 1871 it could save time — possibly funds. The labs 
in 75e5 are not directly related to — Airborne Lab. These Labs comoined 
support the launches. for the above mentioned programs. | | 
4. Answered in 3. | 






5. Comdr 6595th STW 
6. WECO vill have only 1/4 of the Hi-Bay area less paint beoth. Their 
machine shop and warehouse will be located in thet area. | 

7. If the 1 Hov 71 date 1s not act, SP will have to extend the — 
of their lab on the East Coast until the area is ready. They will not take 


e 
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vhe risk of operating with. ut an imucdinte overhaul capibl..cvy. 
8. UNTVAC Office area - 63 people. | 
WECO office area - 67 people. 
“A" Lab - 2 perm up to 5 on tests. 
"B" lab - 1] — to 7 on tests. 
"C" Lab - 3 perm up to 10 on teste. 
Ho AF personnel planned for ares. | | | 
Office area 185 sq ft per person ~ .jivac Meg be receksaceel A (S0" port ra 
| | st aclod. teas al cv hnat te 


Clow eos le 


Office area 159 sq ft per person. Ai: | 
9. 1 May 1972 is consolidation of WECO/UNIVAC activities. Impact will be 
| continued bigher — of operation and program coordination impairment. 
10. Copies can be provided ~ They show detailed requirements on 
drawings /sketches. | | 
il. — Sensiveant for minor repnir/manufacture. <‘o there — // be 710 A 
12. Labs required pear perfect 400 He power, yes. 
- 13. gti22 in North Carolina per SP-7C. 
14. See item 2. | 


15. No - Plans were underway for many months. : 


